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CHANGES AND ADDITIONS 
TO THE FOLLOWING PARTS BULLETINS 


1028 1064, 1095 07 liz 133 
1030 1072 1096 1108 123 137 
103. 1079 110 2109 1125 ia 
1036 1080 02 imo 1126 43 
1041 1062 103 16 27 pain’ 
1048 1083 oy, 7 230 45 
1052, 1084, 2105 mg na 

1063 1087 1106 120 1132 


Correction Sheet 650EE Issue 1 which covers parts ordering 
Anformation for Teletype standard motors, center contact governors, 
governor brushes, and speed adjusting brackets associated with 
apparatus cataloged in the bulletins listed above, has been revised 
and reissued as Bulletin 11478. Where any of the bulletins listed 
above refer to Correction Sheet 650KE, use Bulletin 11478 instead. 
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